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Market  Quotations  from 

The  Albert  Dickinson  Co. 

Seed  Merchants  and  Seed  Refiners 
CHICAGO,  ILL.,  U.  S.  A. 


First  Class  Mall 


DECEMBER  4,  1930 


Seed  markets  quiet  and.  in  some  cases,  easier. 


PRICE  LIST 

Today’s  Values  at  Chicago,  Subject  to  Market  Change 

TERMS  NET  CASH— CARTAGE  FREE— BAGS  NOT  RETURNABLE 

Seeds  Invoiced  per  100  lb».  Bu»hel  Price*  for  Guidance  Only 

We  give  no  warranty,  express  or  implied,  as  to  description,  quality,  productiveness  or  any 

other  matter  of  any  seeds  we  send  out.  and  we  will  not  be  in  any  way  responsible  for  crop.  If 
the  purchaser  does  not  accept  the  goods  on  these  terms,  he  must  notify  us  at  once  and  we  will 
give  disposition.  THE  ALBERT  DICKINSON  CO. 


Quotations  are  to-day’s  nominal  values,  f.  o.  b.  Chicago,  prompt 
shipment.  Ask  for  firm  prices  when  ready  to  buy. 


CLOVERS 


Red  Clover 


MEDIUM  NATIVE  GROWN 

Queen  . - . . $14  40  24  00 

Ace . .  15  00  25.00 

PINE  TREE. . .  1 5  60  26.00 


MAMMOTH  NATIVE  GROWN 

Queen _ _ _ _  14  70  24  50 

Ace . . . . . . .  15  30  25  50 

PINE  TREE _ _  15.90  26.50 


Alsike  Clover 

Queen _ _  12.90  21  50 

Ace . . . . -  13.50  22.50 

PINE  TREE _ _ _  14.10  2350 


Sweet  Clover 


WHITE  BLOSSOM 

. . .  4.95 

8.25 

PINR  TRFR 

5.25 

8.75 

GRUNDY  COUNTY 

PINE  TREE . - . 

. -  5.10 

8.50 

YELLOW  BLOSSOM 

PINE  TREE _ 

. .  5.55 

9.25 

Our  sweet  Clover  is 

scarified  to  quicken 

and  improve  germination. 


White  Clover 


Prime  . . . 

.Strictly  Prime  . . . 

Choice  . . . 

Fancy  . . 


_ 18.00  30.00 

_ _  19.50  32.50 

. 21.00  35.00 

22.50  37.50 


ALFALFAS 


Common 

Per 

PerBu.  iOOibs. 

KANSAS  GROWN 

Ace . „.$n.40  19.00 

PINE  TREE . 11.70  19.50 

NORTHWESTERN  GROWN 

Ace  . . 13.80  23.00 

PINE  TREE . . 14.40  24.00 

IDAHO  GROWN 

Ace . . . 14.10  23.50 

PINE  TREE . 14.70  24.50 

MONTANA  GROWN 

Ace . . . 14.70  24.50 

PINE  TREE . . . 15.30  25.50 

SOUTH  DAKOTA  No.  12 
Ace  - - - - 

PINE  TREE . . . . 

Cossack 

PINE  TREE _ _  20.40  34.00 

Field  Inspected.  Certified  and  Sealed  by 
State  Authorities 

Grimm 

Per 

PerBu.  IOOibs. 

PINE  TREE,  Intermountain  17.40  29.00 

Grower*  Affidavit 

PINE  TREE.  Idaho  Grown _  20.40  34.00 

Blackfoot . . — .  20.40  34.00 

Field  Inspected.  Certified  and  Sealed  by 
State  Authorities 

TIMOTHY  p„ 

PerBu.  IOOibs. 

Bison  . . . . .  3.83  8.50 

Square  Deal . . .  3.94  8.75 

99.50% . . .  4.01  8.90 

PINE  TREE . .  4-05  9.00 

TIMOTHY  &  AlsSIKE  MIXED 
Containing  about  15%  Alsike  10.00 

Containing  about  20%  Alsike  11.00 


ii 


SPECIAL  PRICES 

Pine  Tree*  *  Seeds  in  Towel  Bags 


Bushel  Sizes  Only — Even  Net  Weights  When  Packed — Bags  Free 

PerBu.  IOOibs. 

Timothy  . . $4.32  $9.60 

Medium  Red  Clover,  Native _  15.90  26.50 


Mammoth  Clover _ _ _  16.20  27.00 

Alsike  Clover . . . . .  14.40  24  00 

While  Sweet  Clover. . . . .  5.55  9.25 

Grundy  County  Clover . .  5.40  9.00 

Yellow  Sweet  Clover .  5.85  9.75 


PerBu.  100  Ihs. 

Kansas  Alfalfa  . $12.00  20.00 

Northwestern  Grown  . 14.70  24.50 

Idaho  Alfalfa  . 15.00  25.00 

Montana  Alfalfa  . 15.60  26.00 

South  Dakota  No.  1  2 _ ............ 

Grimm  Alfalfa,  Idaho .  20.70  34.50 

Grimm  Alfalfa,  Intermount,....  17.70  29.50 

Cossack  Alfalfa . . 20.70  34.50 


BE  SURE  TO  SPECIFY  “IN  TOWEL  BAGS’*  ON  YOUR  ORDER 


GRASSES 


Red  Top 

(Carload  prices  on  application) 
Per  10 

SOLID  OR  FANCY  SEED 

Ace  (No.  I  Fancy) . . . . . 

PINE  TREE  (Extra) . . 

Globe  (Superfine)  ..... _ ........... 

UNHULLED 

According  to  Quality .............. 

(Ask  for  Samples) 

Kentucky  Blue 

(14  lbs.  per  bu.) 


23.50 

24.50 


FANCY  SEED 

PerBu.  IOOibs. 

Standard  19  lb . 

. .  4.73 

33.75 

Standard  21  Ib . — . 

_  4.90 

35.00 

5.04 

36.00 

PINE  TREE  (Refined) 
Globe  (Superfine)  _ _ — 

_  5.18 

37.00 

Canada  Blue 

PINE  TREE . 3.99  28.50 

Orchard  Grass 

(14  lbs.  per  bu.) 

Per 

PerBu.  IOOibs. 

Ace  (Choice)  . 2.38  17.00 

PINE  TREE  (Selected) _  2.52  18.00 

Rye  Grasses 

(24  lbs.  per  bu.) 

Pacey*s . . . 

Perennial  PINE  TREE . . . 

Italian  PINE  TREE . .  2.64  11.00 

United  States  Grown _ _ _  1.68  7.00 

Imported  and  Fancy  Grasses 

Per  IOOibs. 

New  Zealand  Chewings  Fescue  36.00 

South  German  mixed  Bent . -  75.00 

Sheep’s  Fescue . . 25.00 

Hard  Fescue . . .  25.00 

Crested  Dogstail  .  27.00 

New  Zealand  Brown  Top .  65.00 

Wood  Meadow  Grass . . 

Rough  Stalked  Meadow 

(Poa  Trivialis)  . 40.00 

Meadow  Fescue  . . 12.00 


LAWN  SEED 


GLOBE  BRAND.  Extra  Heavy 
superfine. 

In  cartons  and  5  lb.  bags . 

In  bulk  . . . . 


Per  100  lbs. 


$36.00 

34.50 


DICKINSON  CLUB  GREEN. 

Our  special  blend  of  selected 
imported  and  native  grasses. 

In  cartons  and  5  lb.  bags......  27.50 

In  bulk  . . ...  26.00 


ACE  BRAND.  A  blend  of  quick 
grovring  native  grasses. 

(Contains  White  Clover.) 

In  bulk  . . . . .  18.00 


EVERGREEN.  Good  standard 
quality,  satisfactory  for  gen¬ 
eral  purposes.  (Contains 
White  Clover.)  in  cartons 

and  5  lb.  bags _ _ 25.50 

In  bulk  . . . .  24.00 


SHADY  SPOT.  Adapted  to 
shaded  places  and  moist 
soils. 

In  cartons  and  5  lb.  bags _ _  36.00 

In  bulk . . .  34.50 


Packing 

Globe,  Dickinson  Club  Green,  Evergreen, 
and  Shady  Spot  are  put  up  in: 

I  lb.  Litho  cartons,  50  to  a  case. 

5  lb.  Cotton  bags,  10  to  a  bale. 

5  lb.  Cotton  bags,  20  to  a  bale. 

100  lb.  burlap  bags. 

Ace  Brand  in  50  and  100  lb.  bags  only. 

SEED  GRAINS 

Per  Bu. 

Rosen  Rye  . .  .95 

Spring  Rye  . . . . .... _ ..... 

Winter  Wheat  . . 

Marquis  Type  Spring  Wheat... 

Swedish  Type  Oats . . 

Heavy  Domestic  Oats . . . 

2-Row  Barley  . . . . 

Chevalier  2-Row  Barley . 

6-Row  Barley  . . . ,85 

Velvet  Barley  . . 

Per  100  lbs. 

Speltz  . . . . . . 


SUNDRY  SEEDS 


Sunflower 


Per  1 00  lbs. 

$  4.75 

8.00 


PINE  TREIE,  Domestic . 

GLOBE,  Large  Fancy . 

Dwarf  Essex  Rape 

PINE  TREE,  Imp . . .  5.50 

Sudan  Grass 

PINE  TREE,  Northern  Grown- 
PINE  TREE,  Southern  Grown.. 

Buckwheat 

Japanese  _ _ _ _ _ _ _ 

Hairy  or  Winter  Vetch 

PINE  TREE . . . 

Cane 

Amber  Sorghum  for  Fodder 

Flax 

Whole  Flax  in  bulk . . .  5.00 

Ground  Flax,  in  bulk .  5.50 

(In  bales  of  20  5-lb.  packages,  add  $1.50 
per  100  lbs.  to  above  prices.) 


Peas 


White  Field.  Prime.. 


mile  Field,  PINE  TREE . 

4.00 

FOR  COOKING 

Globe  White  . 

4.25 

Globe  Scotch  .  -  - 

4.25 

Globe  Marrowfat  . 

SOY  BEANS 

D^s  Per  Bu. 

To  Sacks 

_  Mature  Included 

PINE  TREE,  Ebony  - . 120  $ 

PINE  TREE,  Midwest  . 115 

PINE  TREE,  Black  Eye  Brow.-.  1 10 

PINE  TKEEl,  MancKu  . 115 

PINE  TREE,  Mammoth  Yellow  145 

PINE  TREE.  Dunfield . . .  1 10 

PINE  *rREE,  Ito  San.- . -  105 

PINE  TREE.  Wilson  Black .  120 

PINE  TREE,  mini  . 110 

Cotton  Grain  Bags 

Per  bale  of  100 

Bemis  . $29.00 

Banner  Mill .  28.50 

Soiled  Second  Hand . .  18  00 

Patched  Second  Hand . — ....  18.00 


BIRD  SEED 


Quotations  below  are  based  on  1  to  4 
bags.  On  orders  for  5  to  9  bags,  deduct 
25c  per  100  lbs.:  10  bags  or  over,  deduct 
50c  per  100  lbs.  Applies  on  straight  or 
mixed  orders.  — — 

Per  100  lbs. 

Canary,  Argentine  Recleaned..  $ 

Canary,  Argentine  Globe _ - 

Canary,  Turkish  Recleaned .  7.50 

Canary,  Turkish  Globe _  7.75 

Hemp,  Recleaned . . -  4.25 

Red  Millet,  Recleaned-..—.—...  3.00 

Yellow  Millet,  Recleaned. _  2.75 

Mixed  Feed  Millet . . . 

Sunflower,  Recleaned _ _ 5.25 

Bird  Rape,  Large,  Recleaned....  6.00 

Bird  Rape,  Small,  Recleaned....  6.50 

Bird  Rape,  Fancy  Black _ 

GLOBE  MIXED  BIRD  SEED.  Fancy  se¬ 
lected,  thoroughly  recleaned  blend  for 
canaries  and  other  small  birds.  Packed  24 
ten-ounce  cartons  to  case.  Each  carton 
contains  bird  biscuit. 

Per  Case 

In  1 0  case  lots,  freight  paid....-  $2.25 


INOCULATION 


FOR  ALL  LEGUME  CROPS 

Bushel  size  for  small  seeds,  such  as 
Alfalfa,  Sweet  Clover,  Red  Clover, 

Mammoth  Clover,  Alsike.  etc . 35c 

Yz  hu.  size  for  small  seeds . 26c 

Bushel  size  for  large  seeds,  such 
as  Soybeans,  Cowpeas, 

Vetch,  Peas,  Field  Beans. 

,  etc . 21e 

2  bu.  size  for  large 

seed  . _35c 

5  bu.  size  for  large 

seed  - . - . 70c 

iO  bu.  size  for 
large  seed 
. .  $1.25 

.Above  prices  on 
both  Nodogen 
and  Dry  Humus 
orders  l-l  t 
doz.  all  post¬ 
paid.  Writs 
(for  prices  on 
larger 
[  quantities. 


Please  look  over  this  market  card 
carefully.  Note  the  prices  at  which  we 
are  quoting  Dickinson’s  PINE  TREE 
Brand  Seeds. 

Seed  markets  quiet,  awaiting  the 
Spring  demand.  On  account  of  farmers 
needing  ready  funds  they  sold  freely  so 
that  the  amount  of  seed  -  Timothy, 
Clover,  etc.  -  left  in  producers’  hands  is 
reported  less  than  usual. 

The  size  of  this  year’s  crops  of  most 
field  seeds  was  smaller  than  last,  and 
on  account  of  favorable  v/eather  at 
harvest  time  the  quality  is  generally 

better. 

When'.;  you  are  in  the  market  state 
quantity,  time  of  shipment  wanted,  and 
we  will  be  pleased  to  quote  firm  price. 


Order  all  or  part  of  your  requirements  this  season  packed  in  sealed 


PATENTED 


s 


Eliminate  all  your  losses  and  troubles  with  second-hand  bags: 
put  a  salesman  to  work  for  you  in  every  farmer  s  home. 


Made  of  a  high  grade  of  face  toweling, 
specially  woven  to  prevent  leakage,  each  bag 
makes  two  fine  towels.  Brand  and  markings 
are  imprinted  in  special  ink  easily  washed 
out.  Makes  real  towels  you  will  be  proud 
to  own! 


Towel  Bag  packing,  bushel  sizie,  is  now 
available  for  Timothy,  all  Clovers  and 
Alfalfas.  Each  bag  sealed.  Easier  to  handle, 
easier  to  sell,  more  profitable.  Welcomed 
in  every  household.  See  special  prices  on 
first  inside  page. 


Order  '^Pine  Tree**  and  specify  **in  Towel  Bags** 


- - 


TODAY^S  PRICES  FROM 


Sign  of 
OoodCxops 


The  Albert  Dickieson  Company 

SEED  MERCHANTS  AND  SEED  REFINERS 

General  Offices,  Warehouses  and  Refineries  - —  35 th  St.  at  California  Ave. 
Postal  Address — Lock  Drawer  788.  Long  Distance  Telephone—Latayette  3000 

CHICAGO,  ILL.,  U.  S.  A. 

BRANCH  OFFICES 

MINNEAPOLIS  NEW  YORK  BUFFALO 

PITTSBURGH  BOSTON 


